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wall. The manhole G attached to the vessel serves for the admission of the rags and for necessary repairs ; it is closed by a cover fastened down either by ordinary bolts as shown on the vessel on the left, or, as seen on the vessel at the right and in Pig. 12, by a swinging nut d moving on a hinge. The valve D, shown magnified and in section in Fig. 18, is also affixed to the exterior of each vessel; it serves as a safety-valve against too strong pressures, and may also be used to
admit air in case a partial vacuum should, be produced. It has a brass seating, fitting on to the spherical vessel, in which moves the real safety-valve d, provided with a conical face tapering downwards and pressed down by a strong spring 6', which works against the plate /of the arch D, which again carries a screw /' for regulating the pressure of the spring. The valve d is again in its turn perforated and carries the second valve d', opening inwards, which is kept pressed into its seat by the weak spring c.
A. tap E on each vessel, opposite to the manhole, serves